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forward by the column it is now with, to the Aisne,
and if possible,, its transport will accompany it. Pre-
liminary measures for reorganizing corps units will take
place to-morrow.

" Army Headquarters will move to-day to La ]?erte
Milon, Orders will be issued there at 7 a.m. to-morrow
morning.

" (Signed)   Votf KLUOK.

"

Thus, on the evening of the 9th, the Army Com-
mander was able to watch the columns of his whole
Army on the march again, and on the 10th the re-
shuffling of the smaller units began, after *which it was
hoped that same day to start re-forming the larger
units,

The enemy at first did not follow up at all, and later
only with hesitation; it was conjectured that this was
owing to the exhausted state of Maunoury's Army, the
confusion among its units, and his expectation of
unpleasant surprises. That this estimation of the
condition of the French Sixth Army was correct is shown
by an official account of the battle given to representa-
tives of the Press by the French General Staff later on,
which may be appropriately quoted here. According
to the version of it given in the Kolnische Zeitung of
the 6th December, 1914, No. 1323, it was as follows:

" By the evening of the 8th it was obvious that
our movement eastwards had failed. Instead of out-
flanking the German right wing, Maunoury had to be
careful lest he himself was enveloped. To escape this
fate, he ordered all the troops of the IV. Corps still
available to be sent on to his left flank at Nanteuil-
le-Haudouin; these troops were sent up by rail and
by motor-cars, whilst some were sent in motor-buses